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ACTION EUR- 12 

INFO OCT-01 EB-07 ISO-00 CIAE-00 INR-07 NSAE-00 1021 W 

036628 

R 031530Z DEC 76 MRN CORRECTION 
FM AMEMBASSY BELGRADE 
TO USDOC WASHDC 
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UNCLAS BELGRADE 7883 

CORRECTEDCOPY (MRN 7883 VICE713)X 

EO 11652 NA 

TAGS: BTIO BEC ECRE YO 

SUBJ: FOREIGN COMMERCIAL TENDER (MAJOR PROJECT) 

SUMMARY: TOPLANA LJUBLJANA HAS TENDERED FOR BOILERS FOR POWER- 
GENERATION. EXECUTIVES OF TOPLARNA RAISED THIS PROJECT 
WITH THE EMBASSY OFFICIALS AND THE THREE BOILER MANUFACTURERS 
PRESENT AT THE RECENT TECHNICAL-SALES SEMINAR ON ENERGY SYSTEMS 
IN DUBROVNIK. THEY SAID THAT EOREIGN EQUIPMENT WILL BE 
WELCOME. ACTION REQUESTED: CONVEY EOLLOWING INFORMATION 
(PRESENTED IN FGT FORMAT) TO TSS PARTICIPANTS NAMED FINAL 
PARAGRAPH. END SUMMARY. 
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7. URADNI LIST 51/76 
8.021777 

9. 204 9A. FOREIGN COMMERCIAL TENDER 

10. DESCRIPTION. 

9918104-1500 

EQUIPMENT AND ASSEMBLY THEREOF FOR THE SECOND PHASE OF 
THERMAL PLANT FOR THE CITY OE LJUBLJANA. INCLUDING FOURP 
PACKAGES (BID SEPARATELY OR TOGETHER): 

(A) STEAM BOILER OE 270 TONS PER HOUR, 94 BAR, 535 
CENTIGRADES, BURNING COAL POWDER. PNEUMATIC ASH REMOVAL: 
30 TONS PER HOUR OF ASH AND 5 TONS PER HOUR O ESLAG. 

ENDLESS COAL CONVEYOR WITH LOADING-UNLOADING EQUIPMENT 
250 TONS PER HOUR. CHEMICAL TREATMENT 100 CU. METERS PER 
HOUR OF DECARBONIZED WATER AND 2X60 CU. METERS PER HOUR 
OF DEMINERALIZED WATER. INCLUDING: RAILROAD DIESEL- 
ENGINE 600 KM, WITH 40 CARS OE 50 TONS FOR COAL, 100 TONS 
CAPACITY RAILROAD SCALES, AND BULLDOZER OF 175 KM. 

(B) TURBOAGREGATE OE 50 MW WITH THERMIC WATER TREATMENT, 
AND COOLING SYSTEM OE 6,000 CU. METERS PER HOUR, 

THERMAL STATION 100 PLUS 50 GCAL PER HOUR FOR HEATING SYSTEM 
130/70 CENTIGRADE. 

(C) ELECTRICAL EQUIPMENT: BLOCK TRANSEORMER 63MVA, 

1 10/X KV; REGULATORY TRANSFORMER 16/8/8 MVA-1 10 PLUS-MINUS 
15 PERCENT 6.3KV; REGULATORY TRANSFORMER 8 MVA-X PLUS-MINUS 
15 PERCENT 6.3 KV; 1 10 KV EQUIPMENT; 

6 KV DISTRIBUTION; 0.4 KV DISTRIBUTION; DISTRIBUTION OF 
MULTIPLE VOLTAGES (AC-DC); ELECTRICAL PROTECTION; CONTROL 
DEVICES; TELECOMMUNICATION DEVICES; CABLES; MEASURING AND 
REGULATORY INSTRUMENTS. 

(D) EQUIPMENT EOR LOW-PRESSURE BOILER ROOM; HOTWATER 
BOILER 50 GCAL PER HOUR; SYSTEMS 180/130 CENTRIGRADE; 

FUEL OIL; STEAM BOILER 40 TONS PER HOUR, 10 BAR, 

280 CENTIGRADE, FUEL OIL (OR ALTERNATIVELY: TWO 
STEAMBLOCK BOILERS OE 20 TONS PER HOUR); 50 METER STACKV 
FUEL OIL TANK OF 2X1500 CU. METERS WITH DISTRIBUTION; 
ELECTRICAL EQUIPMENT; FIRE PROTECTION. 
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11. DETAILED SPECIFICATIONS AND COMMERCIAL CONDITIONS 
ARE AVAILABLE AT GIVEN ADDRESS AND COST DOES 100. BIDS 
MUST CORRESPOND TO TENDER DOCUMENTS IN ALL RESPECTS. 
SEALED BIDS REQUESTED. 

FOR COMMERCE DEPARTMENT ONLY: (MEPD): 
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PLEASE INFORM THE FOLLOWING PARTICIPANTS IN THE RECENT 
TECHNICAL-SALES SEMINAR IN DUBROVNIK, ABOUT THIS TENDER: 

BABCOCK&WILCOX COMPANY 
MR. RAYMOND R. REPPY 
MANAGER, INT'L BUSINESS 
20 S. EAN BUREN AVE. 

BARBERTON, OHIO 44203 

MR. G. FRED COLUSSO 
MANAGER, LICENSING-EUROPE 
COMBUSTION-ENGINEERING, INC. 

1000 PROSPECT HILL RD. 

WINDSOR, CONN. 06095 

MR. ROBERT E. REILLY 
VICE PRESIDENT, INT'L SALES 
EOSTER WHEELER ENERGY CORP. 

1701 PENNSYLVANIA AVE., N.W. 

WASHINGTON, D.C. 20006 
SILBERMAN 
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